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SUMMARY. A reverse transcriptase—polymerase chain reaction (RI-PCR) procedure and 
two monoclonal antibody (MAb)-based immunohistochemical procedures were developed for 
detection of turkey coronavirus (TCV) in tissues and intestinal contents/dropping samples. 
The RI-PCR, MAb-based fluorescent antibody (FA), and MAb-based immunoperoxidase 
(IP) procedures were compared with virus isolation (VI) for detection of TCV in experi- 
mentally infected turkeys. 

TCV was detected in experimentally infected turkeys as early as day 1 postexposure (PE) 
by each of the four detection procedures. TCV was detected as late as day 35 PE by FA or 
IP and days 42 and 49 PE by VI and RT-PCR, respectively. With VI as a reference, sensitivity 
and specificity of RT-PCR were 93% and 92%, respectively; specificity of both FA and IP 
was 96%, and sensitivities were 69% and 61%, respectively. Each of the examined procedures 
was highly specific, but the RI-PCR procedure was also highly sensitive. These findings 
demonstrate the utility of both immunohistochemistry and RT-PCR for detection of TCV. 
In addition, the findings indicate that RT-PCR is a highly sensitive and specific alternative 


to conventional diagnostic procedures. 


RESUMEN. Comparacién de los procedimientos de aislamiento viral, inmunohistoqui- 
mica y reaccién en cadena por la polimerasa transcriptasa reversa, para la deteccién de co- 
ronavirus de pavo. 

Se desarrollaron una prueba de reaccién en cadena por la polimerasa transcriptasa reversa 
(de las siglas en inglés RT-PCR) y dos procedimientos inmunohistoquimicos basados en 
anticuerpos monoclonales para la deteccién del coronavirus de pavos en muestras de tejidos 
y de materia fecal. La prueba RT-PCR, la inmunofluorescencia con anticuerpos monoclonales 
y la prueba de la inmunoperoxidasa con anticuerpos monoclonales fueron comparados con 
el aislamiento viral para la deteccién del coronavirus en pavos infectados experimentalmente. 
Se pudo detectar el coronavirus de pavos desde el primer dia después de la infeccién por 
medio de cada uno de los cuatro procedimientos. El coronavirus de pavos se pudo detectar 
incluso hasta el dia 35 por medio de la prueba de la inmunofluorescencia y la prueba de la 
inmunoperoxidasa y hasta el dia 42 y el dia 49 por medio del aislamiento viral y el RT- 
PCR, respectivamente. Con el aislamiento viral como referencia, la sensibilidad y la especi- 
ficidad de la reaccién en cadena por la polimerasa fue de 93% y 92%, respectivamente. La 
especificidad de la inmunofluorescencia y de la inmunoperoxidasa fue de 96% y la sensibi- 
lidad fue de 69% y 61%, respectivamente. Cada uno de los procedimientos examinados fue 
altamente especifico pero la prueba RI-PCR fue también altamente sensible. Estos hallazgos 
demostraron la utilidad de la inmunohistoquimica y el RT-PCR para la deteccién del coro- 
navirus de pavo. Ademas, los hallazgos inidican que el RT-PCR es una alternativa altamente 
sensible y especifica a los procedimientos convencionales de diagnéstico. 


Key words: turkey coronavirus, reverse transcriptase—polymerase chain reaction 
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Abbreviations: CK = chicken kidney; DMEM = Dulbecco’s minimal essential medium; 
EID,, = 50% embryo infectious doses; FA = fluorescent antibody; IBV = infectious bron- 
chitis virus; IP = immunoperoxidase; MAb = monoclonal antibody; NDV = Newcastle 
disease virus; PCR = polymerase chain reaction; PE = postexposure; PI = postinoculation; 
RT = reverse transcriptase; RT-PCR = reverse transcriptase—polymerase chain reaction; TCV 


= turkey coronavirus; VI = virus isolation 


Turkey coronavirus (TCV) is the cause of an 
acute, highly contagious enteric disease of tur- 
keys referred to as bluecomb disease or mud 
fever (11). Bluecomb disease was first identified 
in turkeys in 1951, and a coronavirus was de- 
termined to be the cause of the disease in 1973 
(11). TCV produces enteric disease that is char- 
acterized by diarrhea, depression, weight loss, 
and increased mortality (11). 

TCV is a member of the family Coronavi- 
ridae, which consists of a large group of RNA 
viruses that infect a wide variety of both avian 
and mammalian species (9,15). Coronaviruses 
are characterized on the basis of their distinctive 
morphology. They are pleomorphic, enveloped 
viruses, 80-160 nm in diameter, with long (20 
nm), widely spaced club-shaped surface projec- 
tions (9,15). Coronaviruses consist of at least 
three major structural proteins, the surface gly- 
coprotein, an integral membrane protein, and 
a nucleocapsid protein (9,15). 

Diagnosis of TCV infection most often is ac- 
complished by virus isolation (VI) and/or de- 
tection of antigen in tissues by direct and in- 
direct fluorescent antibody (FA) procedures. 
Isolation of TCV is accomplished by amniotic 
inoculation of embryonated turkey eggs and 
subsequent FA testing of embryo intestines (7). 
VI is slow and labor intensive and requires vi- 
rus-specific antisera. Detection of TCV anti- 
gens in tissues by FA procedures is a rapid, less 
cumbersome procedure but requires a special- 
ized microscope having an ultraviolet light 
source as well as a source of virus-specific an- 
tisera. 

Immunoperoxidase (IP) procedures have 
been successfully applied to the diagnosis of 
several viral infections (1,6). These procedures, 
in common with FA, provide a simple, rapid 
means for detecting viral antigens in tissues; 
however, several advantages of IP make it a par- 
ticularly valuable diagnostic technique. IP uses 
a conventional light microscope, provides a 
more permanent record, and preserves histolog- 
ic detail. Polymerase chain reaction (PCR) pro- 


cedures for detecting viral nucleic acids in clin- 
ical specimens generally provide the distinct ad- 
vantages of high sensitivity and specificity com- 
pared with other conventional diagnostic 
methods. Reverse transcriptase (RT)-PCR pro- 
cedures have been described for detection of 
human coronaviruses from nasal aspirates and 
bovine coronavirus from fecal samples (10,17). 

Recent studies have demonstrated a close an- 
tigenic and genomic relationship between TCV 
and infectious bronchitis virus (IBV) (3,7,16). 
On the basis of this relationship, a RI-PCR 
procedure for detection of TCV in infected tur- 
keys was developed with DNA primers previ- 
ously utilized for RT-PCR detection of IBV (2). 
These DNA primers amplify a 1100-base pair 
region spanning portions of the matrix and nu- 
cleocapsid genes of TCV (3). 

The present study compared a RI-PCR pro- 
cedure, two monoclonal antibody (MAb)-based 
immunohistochemical procedures (FA and IP), 
and VI for detection of TCV infection in ex- 
perimentally infected turkeys. 


MATERIALS AND METHODS 


Viruses. TCV (NC95) was isolated from poult 
enteritis and mortality syndrome—affected turkeys as 
described (7). TCV (Minnesota) was obtained from 
the American Type Culture Collection (Rockville, 
MD), and three field isolates were obtained from 
Tom Hooper, Purdue University, Dubois, IN. Field 
isolates originated from turkeys in Indiana, Virginia, 
and Arkansas. TCV strains were propagated in em- 
bryonated turkey eggs as described (7). 

IBV (Arkansas), IBV (Massachusetts), reovirus, 
and fowl adenovirus (serotype 3) were obtained from 
SPAFAS, Inc. (Norwich, CT) and propagated in 
chicken kidney (CK) cells (14). Newcastle disease vi- 
rus (NDV) (Roakin) was obtained from Dr. D. J. 
King, Southeast Poultry Research Laboratory, Athens, 
GA, and propagated in CK cells. Transmissible gas- 
troenteritis virus, Purdue strain, and bovine corona- 
virus, Nebraska strain, were obtained from the Na- 
tional Veterinary Services Laboratory (Ames, IA) and 
propagated in porcine kidney (PK15) cells and hu- 
man rectal adenocarcinoma (HRT) cells, respectively. 
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An inoculum containing TCV (NC95) was pre- 
pared by amniotic inoculation of 18-day-old embry- 
onated turkey eggs with TCV (NC95) at the 12th 
embryo passage. At 4 days postinoculation (PI), em- 
bryo intestines were harvested and prepared as a 10% 
suspension in Dulbecco’s minimal essential medium 
(DMEM) (Sigma Chemical Co., St. Louis, MO). 
The suspension was homogenized, clarified by cen- 
trifugation for 10 min at 1200 X g and sequentially 
filtered through 0.8-, 0.45-, and 0.22-m filters (Gel- 
man Sciences, Ann Arbor, MI). Virus was titered by 
inoculation of 10-fold dilutions into each of three 23- 
day-old embryonated turkey eggs with examination 
of individual embryo intestines on day 3 PI by in- 
direct FA; virus titer was calculated by the method 
of Reed and Muench (12). An inoculum was pre- 
pared to contain approximately 1.6 X 104 50% em- 
bryo infectious doses (EID,,)/0.1 ml and stored at 
=7)C. 

MAb to TCV. MAbs specific for TCV were pre- 
pared by the procedure described by Carter et al. (4). 
Briefly, BALB/c mice were immunized with partially 
purified TCV (NC95), and splenocytes collected 
from immunized mice were fused with murine my- 
eloma cells. Hybridoma colonies secreting antibodies 
specific for TCV virus were detected by assay of cul- 
ture supernatant fluids by indirect FA with frozen 
sections of TCV-infected embryo intestines (7). Each 
positive hybridoma colony was cloned twice by lim- 
iting dilution; antibody was produced from positive 
hybridomas in the form of exhausted cell culture su- 
pernatants. The immunoglobulin subclass of TCV- 
specific MAbs was determined with commercial en- 
zyme-linked immunosorbent assay test system 
(MonoAb ID EIA kit; Zymed Laboratories, San 
Francisco, CA) by the manufacturer’s instructions. 

Turkeys. Commercial turkeys were obtained at 1 
day of age from Cuddy Farms (Aurora, MO). Turkeys 
were housed in wire-floored, electrically heated 
brooders in an isolation room with controlled access 
until they were 2 wk of age. Turkeys were fed non- 
medicated game bird starter (Granville Milling, 
Creedmoor, NC). Feed and water were provided ad 
libitum. 

Experimental design. Expt. 1. At 2 wk of age, 
turkeys were wing banded and inoculated with TCV 
(NC95); after exposure, birds were maintained in 
electrically heated brooders. Turkeys were inoculated 
at 2 wk of age by placing a no. 10 French catheter 
(Monoject, St. Louis, MO) into the crop. Each bird 
received approximately 1.6 xX 10* EID,, TCV 
(NC95). 

Six birds were randomly selected on days 0, 1, 2, 
4, 6, 8, 10, 12, 14, 16, and 22 postexposure (PE) 
and necropsied. At necropsy, dropping samples/intes- 
tinal contents and intestinal tissues were collected 
from each bird. Droppings and/or intestinal contents 


(approximately 3 g) were collected for RT-PCR and 
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stored at 4 C. Intestinal contents were collected from 
the ceca with cotton-tipped swabs for virus isolation; 
these swabs were immediately placed in 1 ml DMEM 
and stored at —70 C. Intestinal tissue at the ileocecal 
junction was collected for FA and IP and immedi- 
ately frozen in Tissue-Tek O.C.T. Compound (Miles 
Laboratories, Elkhart, IN). 

Expt. 2. At 2 wk of age, turkeys were wing banded 
and inoculated with TCV (NC95); after exposure, 
birds were maintained in an isolation room with con- 
trolled access on sawdust bedding. Turkeys were in- 
oculated as described in Expt. 1. Six birds were ran- 
domly selected on days 0, 7, 14, 21, 28, 35, 42, 49, 
56, and 63 PE and necropsied. At necropsy, samples 
were collected as described in Expt. 1. 

Immunohistochemistry. Tissues (ileocecal 
junction) were sectioned with a cryostat, fixed in cold 
(4 C) absolute acetone for 10 min, and stored at 4 
C until stained. TCV antigens were detected in fro- 
zen sections by indirect FA staining and IP staining 
as described with TCV MAb 4.24 exhausted super- 
natant at a dilution of 1:5 (6,7). Tissue sections from 
uninfected turkeys, embryonated turkey eggs, and cell 
cultures were used as negative controls for both FA 
and IP staining. Antibody controls also were included 
for each section; a MAb specific for infectious laryn- 
gotracheitis virus was used in place of MAb 4.24. 

VI. Intestinal contents were collected with cotton- 
tipped swabs, immediately immersed in 1 ml 
DMEM, clarified by centrifugation at 1500 X g for 
20 min at 4 C, and filtered through a 0.45-pm filter 
(Gelman Sciences). Two 21-to-24-day-old embryo- 
nated turkey eggs were each inoculated with 0.2 ml 
of sample. Three days PI, embryo intestines were col- 
lected for indirect FA staining. 

RT-PCR. Intestinal contents/dropping samples 
(approximately 3 g) were prepared as 20% (w/v) sus- 
pensions in TNE buffer (0.01 M Tris-hydrochloride, 
pH7.4, 0.1 M NaCl, 1 mM ethylenediaminetetraa- 
cetic acid) and sonicated for 30 sec. These suspen- 
sions were clarified by centrifugation at 1000 X g for 
10 min at 4 C and then at 8000 X g for 30 min at 
4 C. The supernatant was layered onto a 20% (w/v) 
sucrose cushion and centrifuged at 80,000 X g for 2 
hr at 4 C. Nucleic acid was harvested from the re- 
sultant pellets by incubation in 0.5% sodium dodecyl 
sulfate for 5 min at room temperature followed by 
two phenol-chloroform extractions. Nucleic acid was 
precipitated in cold (—20 C) ethanol, and pellets 
were resuspended in RNAse-free water. 

The RI-PCR procedure was performed as de- 
scribed (3). To confirm the identity of the RI-PCR 
products, direct nucleotide sequencing was _per- 
formed on selected samples. DNA was sequenced at 
the University of North Carolina (Chapel Hill) Au- 
tomated DNA Sequencing Facility on a Model 373 
A, DNA sequencer (Applied Biosystems, Foster City, 
CA) with the Taq DyeDeoxy™ Terminator Cycle Se- 
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quencing Kit (Applied Biosystems). Nucleotide se- 
quencing was carried out with the EcoM (5’- 
TGAATTCTCAGTGGCTTGCTAAGTGT- 
GAACC-3’) primer (3). 

Sensitivity of the RI-PCR procedure was deter- 
mined by RT-PCR of nucleic acid extracted from se- 
rial dilutions of a known concentration of TCV 
(NC95). Briefly, TCV (NC95) inoculum (titer = 1.6 
x 10¢ EID,,/0.1 ml) was serially diluted in water, 
then 0.1 ml of each dilution was incubated in 0.5% 
sodium dodecyl sulfate (Gibco BRL, Grand Island, 
NY) for 5 min at room temperature, followed by a 
phenol-chloroform extraction and precipitation of 
nucleic acid in cold (—20 C) ethanol. Resultant pel- 
lets were resuspended in RNase-free water and as- 
sayed by RI-PCR. 

Specificity of the RI-PCR was determined by use 
of nucleic acid harvested from other viruses. Two 
strains of IBV, Massachusetts and Arkansas, were 
propagated in embryonated chicken eggs as described 
(14). NDV, reovirus, and fowl adenovirus (serotype 
3) were propagated in CK cells (13). Virus-laden al- 
lantoic fluids and infected CK cells were freeze— 
thawed two times and centrifuged at 8000 X g for 
10 min at 4 C; viral particles were pelleted from the 
supernatant by centrifugation through 20% (w/w) 
sucrose at 80,000 xX g for 2 hr. Nucleic acid was 
extracted and RI-PCR was performed as described 
above. 

Statistics. Sensitivity and specificity were calcu- 
lated by standard formulas (5). 


RESULTS 


MAb production and characterization. A 
single hybridoma cell line was identified that 
secreted antibodies (MAb 4.24) specific for 
TCV. The cell line was selected on the basis of 
a strong reaction of antibody to TCV antigens 
as determined by indirect FA and absence of 
specific reaction when FA was performed with 
uninfected cells. MAb 4.24 reacted strongly by 
FA to turkey embryo intestines infected with 
five epidemiologically distinct isolates of TCV: 
NC95, Minnesota, and field isolates from In- 
diana, Arkansas, and Virginia. No FA reaction 
was observed with uninfected CK cells, unin- 
fected turkey embryo intestines, or cell cultures 
infected with IBV (Arkansas), NDV, reovirus, 
transmissible gastroenteritis, or bovine corona- 
virus. MAb 4.24 was determined to be an im- 
munoglobulin IgG2a isotype. 

RT-PCR. The RI-PCR yielded a distinct 
band of approximately 1100 bp when per- 
formed with RNA extracted from partially pu- 
rified, embryo-propagated TCV (NC95) (Fig. 
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1). In contrast, no bands were observed when 
the assay was performed with RNA extracted 
from uninfected embryos or when RT-PCR was 
run without RT (data not shown). Direct nu- 
cleotide sequencing of the 1100-bp RI-PCR 
product revealed that the nucleotide sequence 
corresponded to a region spanning the matrix 
and nucleocapsid genes of TCV (3). 

Sensitivity of the RI-PCR procedure was de- 
termined by RI-PCR of RNA extracted from 
0.1 ml of each 10-fold serial dilution of the 
TCV inoculum (titer = 1.6 X 104 EID,,/0.1 
ml). TCV amplification products were seen in 
the undiluted (16,000 EID.,), 10-' (1600 
EID,,), and 10~? samples (160 EID,,); ampli- 
fication products were not detected at higher 
dilutions (Fig. 1). Therefore, the detection limit 
of the RT-PCR was calculated to be 160 EID.,. 

Specificity was determined by performing the 
RT-PCR procedure with nucleic acid harvested 
from other viruses (data not shown). Positive 
PCR amplification products were observed for 
both IBV strains (Massachusetts and Arkansas). 
This result was expected because the primers 
used in the reaction are IBV derived (3). No 
amplification products were observed with nu- 
cleic acid harvested from CK cells infected with 
NDYV, reovirus, and fowl adenovirus. 

Detection of TCV in experimentally in- 
fected turkeys. TCV antigens were identified 
in intestinal sections of infected turkeys by both 
FA and IP staining with TCV MAb 4.24. In 
the IP procedure, the specific reaction was seen 
as a distinct red deposit in the cytoplasm of 
intestinal epithelial cells, primarily in the apical 
areas of the cells (Fig. 2). Early in infection 
(days 1-6 PE), intense staining of villous epi- 
thelial cells was observed with both FA and IP, 
and large numbers of positive-staining cells 
were detected in both ileum and cecum (Fig. 
2). Later (days 8-35 PE), antigens were detect- 
ed in relatively few scattered villous epithelial 
cells, primarily in the ileum (Fig. 2). The spec- 
ificity of FA and IP was verified by observing 
no staining when an unrelated MAb was used 
in place of TCV MAb 4.24 in either procedure. 
In addition, TCV antigens were not detected 
in samples collected from turkeys prior to TCV 
inoculation (day 0 PE). 

VI detected TCV beginning on day 1 PE; no 
virus was detected by VI in samples collected 
before experimental infection (day 0 PE). RT- 
PCR also detected the virus in infected turkeys 
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Fig. 1. Sensitivity of RT-PCR as determined by assay of 10-fold dilutions of a known concentration of 
TCV (NC95). Lane 1, molecular weight marker 6X174/HaellI (numbers on vertical axis indicate molecular 
weight in kilobase pairs); lane 2, partially purified, embryo-propagated TCV (NC95); lanes 3-6, serial di- 
lutions of TCV (NC95) inoculum. Lane 3, undiluted (16,000 EID,,); lane 4, 10-' dilution (1600 EID.,); 
lane 5, 10-2 dilution (160 EID,,); lane 6, 10-3 dilution (16 EID.,). 


beginning on day 1 PE; no virus was detected mined. Direct sequencing was done with two 
by RI-PCR in turkeys examined on day 0 PE. products from Expt. 1 representing days 4 and 
The nucleotide sequence of four RT-PCR prod- 16 and two products from Expt. 2 representing 
ucts obtained from Expts. 1 and 2 was deter- days 7 and 35. The nucleotide sequence data 


day 1 postexposure. (B) Ileum, day 14 postexposure. 350. 
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Table 1. Experiment 1. Comparison of indirect fluorescent antibody (FA) procedure, indirect immuno- 
peroxidase (IP) procedure, virus isolation (VI), and reverse transcriptase—polymerase chain reaction (RI-PCR) 
for detection of TCV in experimentally infected turkeys.’ 


Days 

postexposure FA IP 
l 4/6 4/6 

Zz 6/6 6/6 

4 6/6 6/6 

6 6/6 6/6 

8 5/6 5/6 
10 5/6 2/6 
12 2/6 1/6 
14 3/6 2/6 
16 2/6 2/6 
22 0/6 0/6 


No. turkeys positive/no. tested 


VI RT-PCR 
4/6 3/6 
5/6 4/6 
6/6 6/6 
6/6 6/6 
6/6 6/6 
6/6 5/6 
6/6 6/6 
6/6 6/6 
6/6 6/6 
4/6 4/6 


AVirus was not detected by FA, IP, VI, or RT-PCR on day 0 postinoculation. 


for all RI-PCR products corresponded to the 
matrix/nucleocapsid gene region of TCV (3). 

Table 1 compares FA, IP, VI, and RI-PCR 
for detection of TCV in infected turkeys during 
a 1-to-22-day PE period (Expt. 1). Detection 
by both FA and IP began on day 1 PE and 
continued until day 16 PE. VI and RI-PCR 
both detected infection on days 1-22 PE, 
slightly longer than FA and IP. VI and RT-PCR 
also detected more infected birds at days 12, 
14, and 16 PE than did FA and IP. However, 
FA and IP detected more infected birds early in 
the course of infection, days 1 and 2 PE (Table 
1). 

Table 2 compares FA, IP, VI, and RI-PCR 
for detection of TCV in infected turkeys during 
a 7-to-63-day PE period (Expt. 2). Samples for 
Expt. 2 were taken at weekly intervals. FA and 
IP both detected TCV infection on days 7, 14, 
21, and 35 PE; however, neither procedure de- 
tected virus on day 28 PE or after day 35 PE. 
VI and RT-PCR detected TCV infection begin- 
ning on day 7 PE and ending on days 42 and 
49 PE, respectively. 

Sensitivity and specificity of FA, IP, and RI- 
PCR relative to VI were calculated by combin- 
ing results of Expts. 1 and 2 (Table 3). With 
VI as a reference, the sensitivities of FA, IP, and 
RT-PCR were 69%, 61%, and 93%, respec- 
tively. The specificity of both FA and IP when 
compared with VI was 96%, and RT-PCR had 
a specificity of 92%. 


DISCUSSION 


VI, FA, IP and RI-PCR were shown to be 
highly specific methods for detection of TCV 


infection; however, sensitivities of FA and IP 
were poor compared with those of VI and RI- 
PCR. The findings of the present study indicate 
that the RI-PCR is a sensitive and specific al- 
ternative to conventional diagnostic procedures. 

RT-PCR was more sensitive than either FA 
or IP for detection of TCV infection but less 
sensitive than VI. As determined by comparison 
with VI, sensitivities of RT-PCR, FA, and IP 
were 93%, 69%, and 62%, respectively. Al- 
though VI and RI-PCR were able to detect 
TCV for a longer period of time than were FA 
and IP, these immunohistochemical procedures 
appeared to have greater sensitivity early in the 
course of infection (Table 1, days 1 and 2 PE), 
likely due to an abundance of viral proteins in 
cells at that time (Fig. 2). Increased sensitivity 
of RT-PCR, compared with FA and IP, is attri- 
buted to enzymatic amplification of minute 
quantities of virus-specific nucleic acid. 

The RI-PCR procedure was slightly less sen- 
sitive than VI; however, RI-PCR was able to 
detect TCV 1 wk longer than was VI. Five sam- 
ples that were positive by VI during Expts. 1 
and 2 were negative by RI-PCR. Perhaps TCV 
RNA was lost from samples during the exten- 
sive processing of intestinal contents/dropping 
samples or during the RNA extraction proce- 
dure. Alternatively, RNAses or inhibitory sub- 
stances in intestinal contents/dropping samples 
may have resulted in RNA degradation or in- 
hibition of PCR amplification, respectively. 
False-negative results have been shown to be a 
particular problem for PCR detection of mam- 
malian viruses in fecal samples (8,18). The 
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Table 2. Experiment 2. Comparison of indirect fluorescent antibody (FA) procedure, indirect immuno- 
peroxidase (IP) procedure, virus isolation (VI), and reverse transcriptase—polymerase chain reaction (RT-PCR) 
for detection of TCV in experimentally infected turkeys.’ 


Days 

post- 
exposure FA IP 
7 6/6 6/6 
14 4/6 3/6 
21 4/6 4/6 
28 0/6 0/6 
35 1/6 1/6 
42 0/6 0/6 
49 0/6 0/6 
56 0/6 0/6 
63 0/6 0/6 


No. turkeys positive/no. tested 


VI RI-PCR 
5/6 5/6 
6/6 4/6 
5/6 6/6 
2/6 4/6 
1/6 1/6 
1/6 1/6 
0/6 1/6 
0/6 0/6 
0/6 0/6 


AVirus was not detected by FA, IP, VI, or RI-PCR on day 0 postinoculation. 


presence of inhibitory substances in feces, pri- 
marily polymerase inhibitors, is largely respon- 
sible for these false-negative reactions (8,18). 
During the present study, relatively extensive 
processing of intestinal contents/dropping sam- 
ples was necessary for successful application of 
the RI-PCR procedure for TCV detection. 
Such extensive processing of intestinal contents/ 
dropping samples likely was necessary in order 
to eliminate substances inhibitory to the enzy- 
matic reactions that are used for amplification 
and, possibly, nucleases. 

Specificity of RT-PCR was high, 92%, but 
less than FA and IP, which were both 96%. Two 
samples in this study were positive by IP and/ 
or FA but negative by VI and, therefore, were 


considered false positives in calculations of 
specificity. Similarly, four samples in this study 
were positive by RI-PCR but negative by VI 
and were considered false positives. However, 
these samples possibly were true positives that 
were undetectable by VI because of limitations 
in this procedure. RT-PCR, FA, and IP proce- 
dures have a distinct advantage over VI in that 
they do not require infectious virus, only non- 
infectious subcomponents of the virus. In ad- 
dition, VI of enveloped viruses, such as coro- 
naviruses, often is unsuccessful because of the 
lability of these viruses. 

TCV was detected for a prolonged duration 
in TCV-inoculated turkeys. The virus was de- 
tectable for up to 42 days PE by VI and 49 


Table 3. Detection of TCV in experimentally infected turkeys: evaluation of indirect fluorescent antibody 
(FA) procedure, indirect immunoperoxidase (IP) procedure, and reverse transcriptase—polymerase chain re- 


action (RT-PCR) relative to virus isolation. 


Virus isolation 


Positive Negative 

FA 

Positive 52 2 

Negative 23 49 
IP 

Positive 46 2 

Negative 29 49 
RT-PCR 

Positive 70 4 

Negative 5 47 


Agreement (%) Sensitivity* Specificity® 

101/126 (80%) 69% 96% 
95/126 (75%) 61% 96% 
117/126 (93%) 93% 92% 


ASensitivity = true-positive results/(true-positive + false-negative results). 
. e P a P s . 8 e 
BSpecificity = true-negative results/(false-positive + true-negative results). 
P g & 
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days PE by RT-PCR. These findings support 
previous studies that demonstrated prolonged 
shedding of TCV in dropping samples of tur- 
keys after recovery from clinical disease (C. T. 
Larsen, unpubl.). 

The RI-PCR procedure described in this 
study is a relatively simple, sensitive, and spe- 
cific method for detection of TCV in intestinal 
contents/dropping samples of infected turkeys. 
In addition, it provides several advantages over 
conventional diagnostic methods; it is more 
sensitive than immunohistochemical techniques 
and less labor intensive and time consuming 
than VI. In contrast to VI, which requires sev- 
eral days to complete, RT-PCR could be ac- 
complished within 24 hr. These findings indi- 
cate potential usefulness of the RT-PCR pro- 
cedure for TCV diagnosis. 
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